Great Western also asserts that requiring the use of a safety belt in these
circumstances ia unreasonable.  Great Western's final argument merely restates
ita prior views which have already been discussed.

For the reasons stated and on the stipulated facts I conclude the worker
could have sustained a dangerous fall from his position twelve feet above the
floor while balancing himself on the rungs of the Ladder.

The citation should be affirmed.

CIVIL PENALTIES

The parties stipulated that the amount of the proposed penalty was not an
issue.  Further, the parties accepted the recommendation of the Secretary's
assessment office.

Considering the statutory criteria in Section 110(i) of the Act, [30 U.S.C.
820(0], I deem that the proposed civil penalty is appropriate.

Based on the foregoing findings of fact and conclusions of law I enter the
following:

ORDER

Citation 576985 and the proposed penalty therefor are affirmed.

/"Jcfan J,   Morris/ /
/ yftdrainiatrativeCifaw Judge
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